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I remember using the CGA monitor with a PC that I had in about 1989 or 1990=
.  I recall the letters being not as fine when compared to an EGA or monoch=
rome monitor.  Thinking about this now, I guess it would have to be because=
 of the dot pitch.  I've searched using Google and I have been unable to fi=
nd the dot-pitch of CGA monitors.  Were some better than others (just like =
today), or was there a "standard."  I'd guess, from memory, that the monito=
r that I used must have been .39 or maybe even .42 dot pitch.  Does this so=
und about right?  Whatever the dot-pitch is, it would still give a clear pi=
cture.  Check out this really good example of composite from a CGA IBM adap=
ter and CGA monitor vs. the TTL RGB mode.  The difference is quite incredib=
le!

http://en.wikipedia.org/wiki/Image:CGA_CompVsRGB_Text.png

Lastly, I guess that the IBM CGA adapter must have used the exact 16 colors=
 (well, 8 colors plus intensity) that the T/S 2068 used.  Right?

Adam
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